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LIMITED OFFICIAL USE ROME 15753 

E.O. 11652: N/A 
TAGS: EAIR, IT 

SUB J : CIV AIR - SEABOARD WINTER SCHEDULE 

REF: (A) ROME 15651 
(B ) STATE 256397 

1. AS INDICATED REFTEL (A), CIVILAVIA'S CONDITIONAL APROVAL 
SEABOARD WINTER SCHEDULE CITED NO RPT NO LEGAL BASIS FOR 
CONDITIONAL APPROVAL. EMBASSY HAS NOT YET BEEN INFORMED 
OFFICIALLY BY MINISTRY FOREIGN AFFAIRS (MFA) OF CIVILAVIA 
DECISION DUE TO ILLNESS OF FIACCADORI (DIRECTOR, CIV AIR AFFAIRS) 
AND ABSENCE OF HIS ASSISTANT, PIETROSANTO. 

2. EMBASSY WILL ASK MFA FOR LEGAL BASIS OF CIVILAVIA'S DECISION. 
ONCE THIS DETERMINED, WE CAN APPEAL CIVILAVIA'S DECISION. THERE 
ARE THREE POSSIBLE BASES FOR CIVILAVIA'S CONDITIONAL APPROVAL 
AND WE NEED TO DETERMINE STRATEGY FOR EACH: (A) SCHEDULE FILED 
TOO LATE TO BE CONSIDERED FOR WINTER SEASON UNDER PROVISIONS OF 
(ITALIAN VERSION) ARTICLE 5 OF MEMORANDUM OF UNDERSTANDING; 

(B) SCHEDULE PROVIDES FOR CAPACITY INCREASE; (C) SCHEDULE 
INCLUDES UNIUSTIFIED CHANGE OF GAGUE. REFTEL (B) ESPECIALLY 
HELPFUL ON CHANGE OF GAGUE ISSUE, BUT EMBASSY SUSPECTS LATE 
FILING WILL BE CITED AS BASIS FOR CIVILAVIA ACTION. 
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3. IF, ON OTHER HAND, MFA UNWILLING OR UNABLE PROVIDE LEGAL 
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BASIS EMBASSY HOPES USG WOULD ALSO BE FREE TO IMPOSE UN- 
ILATERAL CONDITIONS ON ALITALIA'S WINTER SCHEDULE, SUCH AS 
REQUIRING OPERATION OF 747S WITH NO MORE THAT 286 SEATS 
AND NO CARGO TO BE CARRIED ON MAIN DECK. 

4. SEABOARD S LONDON REP BLAKE HAS BEEN INFORMED OF EMBASSY'S 
VIEW THAT NEXT STEP IS TO DETERMINE LEGAL BASIS FOR CIVILAVIA 
DECISION. 

5. EMBASSY WILL ADVISE DEPARTMENT AND BLAKE OF MFA REACTION 
ASAP.VOLPE 
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